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SUBJECT: TECHNICAL SECURITY SERVICES 

THE FIVE FLOORS OF THE SALT DELEGATION BLDG HAS COMMON WALLS 
ON TWO SIDES. SECURITY OFFICE FILES DISCLOSE NO INFORMATION 
RE TEST ETC. CONCERNING THESE WALLS. IN AS MUCH AS THELAST 
TECHNICAL SECURITY INSPECTION WAS IN 1974, SECURITY OFFICER 
REQUESTS ON A PRIORITY BASIS. A TECHNICAL SECURITY INSPECTION 
FOR THE SALT DELEGATION BLDG. JOHNSON 
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